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THE SOURCE EVALUATIONS IN THIS REPORT ARE DEFINITIVE. 

THE APPRAISAL OF CONTENT IS TENTATIVE. 

(FOR KEY SEE REVERSE) 25X1 


i _ T „ the 1955 production plan of VEB 

uergmann-Uor sig, Berlin-Wilhelmsruh , broken down according to installation* 1 ^ 
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Boilers Nos* I, II, and III for Hungary and boilers 25X1 


•*»• _ j t t 2, t-, 7 ' 9 “**'* *** if «W1U. UUlierti 

Wos. 1 and II for Bulgaria are not contained in the 1955 production plan 
since these boilers were scheduled to be delivered in 1954. After completion 
°; 1955 > the corresponding values are to be booked as actual 

plan fulfilment m order to show a higher fulfilment percentage. 


ggm m e nt. Six boilers are scheduled to be completed in the fourth 25X1 


T — - _ ' ■ 1 — — w uc ueu in une I OUI 

quarter of 1955 for delivery to Communist China and Poland, but the exact 
number for each country is not specified. 
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